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THIS 1S UNEVALUATED INFORMATION 


20X1 
29X1 aa 
1. Vein Administration 
25X1 a. Albert Berphdiz, head of Mauptabteilune Dnerrcie® 
29X1 b. zu Karl Paltentert dent head and technical cto | 
295X1 : 
fe eee deruty head and adrinistrative chief; nevly appointed; this 
post was held by Dr. Jur. Kohl, “aD, until the summer of 1950. 
25X1 Dini, Ine von P8pnicghausen; chief of planning sectio#_ 
295X1 
25X1 
29X1 *, Dipl. Ine. Friedrich Schauert; chief of nower plants seetio 
25X1 h. Lipi. Ine. Jendorff, chief of main load distribution section (launtlast- 
yertei lune 
25X1 
25x i. Dini, Inv. Baranowski, chief of communications section (Abteiluns Vernnelde- 
anilacen} 
25X1 
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| This document Is hereby regraded to 


CONFIDENTIAL in accordance with the 25X1 2X1 
letter of 16 October 1978 from the 
Director of Central Intelligence to the 
Archivist of the United States. 
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CONTTALR TUTULLIGSICR AGSNCY [| 
Pe 
295X1 
j. Ine, Goddel, deyuty to Baranovskl 
25X1 


2. Pows District, Borlin-IMtte (Enorrishesizc litte) 


20X14 This administritive section is responsible for the operation, maintenanee , 
ani construction of electric power installations which serve the supraresional 
gover conbine. 

25X1 a. At nresent, the office of chief director is vacant. 

25X1 

25X1 

land chief of powr plants section (Kraftwerksabteilung 
25X1 


r. Ing. Sehneider, chief of eleetrotechnical section (Eickbrotechnische 


a. 2B 
A fe 
25X1 


25X1 
25X1 
25X1 
25X1 
25X11 
29X13. Baghornewits, Poor Plank 
25X1 
25X1 
25X1 Go 
25X1 d, von Bowense, plant enplove 
25X1 
4. Haedebure Power Plant 
25X14 a, Dipl. Ine. Peters, head of tha plant. 
25X1 25X1 25X1 25X1 25X1 
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ve, Ing. Béttcher, electrical engineer in i ne 


3o  Harbke Power Plant 


6. Fover District North (Energlebozirk Nord) 


This administrative section is responsible for electric power supriy and to 
some extent, for sas and water installations in Neckleonburg and Brandenburg. 


7.  Fover District East (Enerriebesink Ist) 


This administrative section is responsible for the electric power supply and, 
to soma extent, for sas and water inatallations in Land Saxony; head office in 
Dresden. 


c, Dir. Dr. Karlhuber, commercial director. 


head ef rachine secti 


f. Dr. Ing. Reissig, chief load distributey | 
) nes | 


6, Hirsehfelde Power Plant 


a. Ing. Altmann, head of rang 


ob, _Ine, Te : j 
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Powr District South (Energiebezizk Std) 


This administrative section is responsible for the supply of electric power 
hydroelectric power, and cas in Land Thiirinefia; head office in veimr. ys 


ec, Dir. Dr. Mehnert, administrative direator. 


&, Dipl, Ing. ‘lacenfihr, chief load distrituto, sid 


f. i r nots sectic 


Hydroelectric plant Obore Sante, Blodloch-Hohonwarte 


hs ehavin. dimetar o ne hvdroale olay tere Gsaala,. Bisiloch-Hohsnmarte: 


Power District ast (Gnergisbegizh vest) 


This administrative section is rasponsible for the electric power, natural gas, 
and hydroeleetric power surply in Saxony-Anhalt; head office in Halle/Saale, 
Grosse Steinstrasse. 


a. Ur. Almers, director 


b. Dire pine Inv. name technical director] ss—i‘CSC‘*d 


e. Ing, Schulze, head of planning sectiof sd 
7 seen (AL aistributor| 


@, Llelkt ur. ‘lachs, chief enzincer for power nlants in the 5AG chemical 
planta 


Comment: In November 1950, the Hauptabteilung Gnergis becane a part of 
the [inietry of leavy Industry, This administrative change, howver, did not 
affect the rain structure and rersonnel of the HA Energie, 
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